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STATE OF INDIANA~COUNTY OF MONROE 2s \- 25°° 
Section: 21, Township:__8 NORTH Range: 1 WEST 
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Section Corer: P.K. NAIL 
Northing: _1405976.453 Easting:_ 3110770.190 


State Plan Coordinate (NAD83 Survey Feet, Indiana West Zone) 






I, Eric Lee Deckard, here by certify that this document was prepared under my direction 
in accordance with the provisions of Section 17-3-64-4 through 17-3-64-8 of the Indiana 
Code, being Acts of 1965, Chapter 319 this 10th day of NOVEMBER ,2004 AD, 
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MONUMENT RECORD 
State of Indiana - County of Monroe 


Section: 21 Township: 8 North Range: 1 West Corner ID: Per K-17 


Monument Description & Remarks: South 1/4 corner of section - found Railroad Spike, marked with orange 
paint, 4" below road grade, in centerline/centerline of Old Walnut St. and Fairfax Road. Found old nail and cap 
witness in power line pole (point B). 











RECOVERY TIE DRAWING 
Field Book 97-03 Page No. 41 
USGS Clear Creek Quad 
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| Old Walnut 


a — centerline 
Fairfax Rd. 











A - Railroad Spike in centerline/centerline 


B - North 25 degrees West, 56.73! from corner a 
PK nail in 12" power line pole driveway 


C - South 65 degrees East, 51.75' from corner 
PK nail in 12" power line pole 





D - South 75 degrees West, 43.46' from corner Not To Scale 
PK nail in 13" power line pole 


Survey marker sign set 2.5' up Compass Bearing Magnetic North 
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direction i in accordance with the Provisions of Section 36-2 2-1 eet ” eral Code; and the above data is 
gay, of October, 1997. f ; a 
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